


Specify Spirakore transformers— 
designated Type HS. Available 
in many ratings up to 500 kva 


LIGHTER WEIGHT AND SMALLER SIZE are advantages of the 
Spirakore transformer that were made possible by the ingenious 
Spirakore design and the use of cold-rolled, high-permeability, 
silicon core steel. For example, in the 15-kva 2400-volt rating, 
the Spirakore transformer weighs only 390 pounds. Compared 
with the 505 pounds of the superseded design, this is a weight 
reduction of 23 per cent. 


Other improvements resulting from the Spirakore development 
include a simpler, stronger interior construction, lower exciting 
currents, and improved impulse and thermal characteristics. 
Together, they make Spirakore your best buy in distribution 
transformers. General Electric Company, Schenectady, N. Y. 
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Potomac Electric Power 
Orders Four Giant Units 


Utility serving District of Columbia and part of Maryland plans well 
ahead to serve fast growing load due to government and national 
defense activities — 200,000 kw. to be added 


Perhaps nothing typifies the amazing 
growth of the nation’s capital and sur- 
rounding area to a greater extent than 
the urgent need for more electricity and 
the consequent placement of orders by 
Potomac Electric Power Co. for four 
giant 50,000-kw. turbo-generators and 
accompanying machinery within a 
period of a little more than a year. 

During the past eighteen months the 
ever-increasing development of Wash- 
ington and the surrounding area, due to 
intense government activities and the 
defense program, has created an enor- 
mous demand for electric power due to 
population and industrial growth. 

President A. G. Neal said that the 
company reached new records, with cus- 
tomers exceeding 200,000, its kilowatt- 
hour sales near the billion mark and the 
peak demand on its system mounting 
to 249.000 kw. 

With farsight and a system planning 
program, the company launched into a 
$30,000,000 to $35,000,000 construction 
plan to meet not only normal growth in 
demand for electric power but even 
went further to anticipate even higher 
needs as government and defense ac- 
tivities increased. 

Not only was the generating facil- 
ities increased by 200,000 kw. but dis- 
tribution systems were improved and 
enlarged. This construction program, 

the largest in the history of the com- 
pany, called for annual expenditures 
of approximately $10.000.000 through 
1941-43, 
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The first 50.000-kw. turbo-generator, 
a General Electric unit, went into serv- 
ice last fall at the Buzzard Point power 
plant, giving the station a present gen- 
erating capacity of 120.000 kw. Orders 
for three additional units were quickly 
placed to give the station a total ca- 
pacity of 270.000 kw. in 1943 or early 
1944 when all units are completed. 
When the present expansion program 
has been completed the combined gen- 
erating capacity of the company’s Ben- 





READY FOR NEW UNIT—Foundation ready for the new 50,000-kw. turbo-generator 
which Potomac Eleciric Power Co. is io install in the extension to the Buzzard Point 
station. The unit on the right is the £9,C¢--kw. General Electric turbo-generator which 


ning and Buzzard Point generating sta- 
tions will be 78 percent greater than 
it was at the beginning’ of 1940. Dis- 
tribution system additions and service 
installations are also being increased 
at a rate approximately 25 percent 
over 1940. 

C. Melvin Sharpe, assistant to the 
president and director of public rela- 
tions, said that Potomac Electric Power 
Co. had 204,764 customers as of the 
end of 1940 and that on July 1, 1941, 
the number had increased to 211,290 
and further additions were being made 
daily. The company serves the District 
of Columbia and adjacent area in Mary- 
land, of approximately 558 square 
miles. The population of the territory 
at the end of 1940 was estimated at 
842,000, of which 675,000 were in the 
District of Columbia. The average an- 
nual customer use in 1940 was 1,263 
kw.-hr. 


was installed recently. Two more units are to be added later 
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HIGH-PRESSURE DRUM—"Wet” 


drum of 
generator on its way into Montaup Electric Co.’s station, Somerset, Mass. 


1,825-lb. Combustion Engineering Lamont forced circulation 650,000 lb.-per-hour steam 
Stone & Webster Engineering Corp. is engineer and con- 


structor of the plant extension, which includes a 25,000-kw. superposed G. E. turbo unit to operate at 1,800 lb. and 950 deg. steam 
temperature exhausting at about 400 lb. and 625 deg. F. into the 375-lb. mains of the existing station 


Two Utilities Launch 
Defense Bonds Plan 


Metropolitan Edison and Jersey 
Power & Light Employees 
Boost Defense Savings 


Meeting the patriotic appeal of the 
national defense savings program with 
an earnings allotment plan that has as 
its goal the enrollment of every em- 
ployee, Metropolitan Edison Co. and 
Jersey Power & Light Co., its associate 
in the Pennsylvania-New Jersey group of 
Associated Gas & Electric System. are 
in the front rank of electric utilities of 
the country in coming forward with an 
organized effort to substantially boost 
defense savings. 

President O. Titus of Metropolitan 
Edison has presented to key executives 
and department heads of both companies 
details of the savings plans for all em- 
ployees. A meeting was held in Read- 
ing, Pa. last week attended by the 
utility representatives and leading ex- 
ecutives of the Defense Savings Staff 
of the U.S. Treasury 
Washington. D. C. 

The plan of Mr. Titus was accepted 
by the group with a great deal of en- 
thusiasm and the message is now being 
taken to a series of employee meetings 


Department, 


throughout the territories served by the 
two utilities. By voluntarily signing an 
authorization card, the employee agrees 
to have the company allot a portion of 
his earnings. at regular intervals. for 
the purchase of U.S. Defense Savings 
Bonds. Each time the allotments accum- 
ulate to the issuance price of the de- 
nomination bond which he has indicated 
his desire to purchase, the company 
makes remittance to the federal govern- 
ment. The bonds are then mailed direct 
to the employee. 

Mr. Titus explained that the funds 
held by the company pay interest dur- 
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ing the period of their accumulation to 
the amount required for the purchase 
of the denomination bond specified by 
the employee. The plan is entirely vol- 
untary and allotments may be discon- 
tinued, increased or decreased by the 
employee at any time. 

The savings plan is meeting with the 
hearty approval of employees and it is 
confidently expected that there will be a 
high percentage enrollment for 
defense savings. 

The plan as adopted by the two utili- 
ties is pointed to as another example of 
the progressiveness of the industry to 
meet national emergencies—this time 
the need of the government for funds 
to meet the ever-growing defense effort. 


very 


Standby Power Contract 


Standby power from Dayton Power 
& Light Co. has gone into use in Troy, 
according to John F. Porter. Troy city 
service director. The contract is to run 
for three years with the privilege of 
renewal for another two years. The 
contract eliminates the necessity of the 
city installing a 7.500-kw. unit in its 
plant. 


Will Expand Capacity 

San Antonio Public Service Co. has 
purchased a new steam boiler for in- 
stallation in its New Braunfels plant. 
A new 25.000-kw. turbine unit has been 
purchased for installation in the Sta- 
tion B plant in San Antonio, which will 
be completed and in operation May 1. 
1943. The company has now under con- 
sideration the installation of an addi- 
tional unit in the Comal plant at New 
Braunfels for actual use during 1943 or 


1944. 
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NEWS BRIEFS 


A NEW $50,000 BUILDING is being con- 
structed at Whitewater, Wis., to house 
the local branch of Wisconsin Gas & 
Electric. Big feature of the new home 
is that it will have a residential charac- 
ter and have a demonstration room to 
seat 100 people. 


WAR PRIORITIES are keeping several 
thousand Indiana farmers from getting 
electric energy. Miles of poles have 
been erected during the past months, 
but there is insufficient wire to 
plete the jobs. 


com- 


COUNTIES IN THE state of Washing- 
ton cut their warrant and bond debts 
last year. but rising debts of PUDs 
and other taxing units within them in- 
creased the total by a wide margin. 


TVA eEmpLOYEES have been fully 
identified—each leaving fingerprints in 
a move to comply with President Roose- 
velt’s order that all government 
ployees be fingerprinted. 


em- 


\ LOT OF TRICKS were tried by union- 
ists in the general strike of Local 3. 
AFL International Brotherhood of Elec- 
trical Workers, against New York’s Con- 
solidated Edison Co. A card was dis- 
tributed to the public blasting electric 
rates in an effort to arouse customers 
to union sympathy. The strike was 4 
fizzle and had to be called off when the 
public grew stoppage ol 


angry over 


defense work. 


THE NEED for good lighting at work 
and at home is to be brought to the 
attention of Clevelanders by the Elec- 
trical League in its greatest campaign? 
to sell lighting equipment. A big job 
has been cut out, but selling is to carry 
it over the top. 

194! 
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Ickes to Push Program 
for Government Power 


Approves San Francisco plan for $63,000,000 bond issue to purchase 
Pacific Gas & Electric system — Visions giant government 
network — Fortas visits projects 


Visions of Interior Secretary Harold 
L. Ickes for a giant government-owned 
power system west of the Mississippi 
are rapidly being forged into actions 
to speed to completion projects now 
under construction and to tie all plants 
into a transmission network. 

Main thorn in the side of Secretary 
ickes is the San Francisco situation, 
where he is using all pressure at his 
command to force the people to accept 
government-ownership and operation of 
the electric system in order to get Hetch 
Hetchy power. Latest move in this 
direction is the approval by Mr. Ickes 
of plans of the city to comply with the 
taker Act by establishing a $63,000,000 


publicly owned and operated system. 


Bond Issue Plan 


The plan proposes that a bond issue 
be voted in the November election and 
the city purchase the facilities of Pacific 
Gas & Electric Co. The bond issue pro- 
posal has been defeated by the voters in 
past elections and unless “pressure” is 
used this time it is unlikely to receive 
favorable response. 

Recently Abe Fortas, new power 
chief for Mr. Ickes, made a swing 
through the West, visiting government 
projects and conferring with power and 
government officials. In San Francisco 
Mr. Fortas conferred with Mayor An- 
zelo J. Rossi and informed him that if 
San Francisco provides a distribution 
system the city can buy power from the 
Central Valley Project to supplement 
the Hetch Hetchy supply. Mr. Fortas 
said that the Mayor was trying to work 
out a plan to meet the provisions of the 
Raker Act and would support the bond 
issue. Secretary Ickes has refused to 
approve other proposals by the city to 
meet the Raker Act. 

Mr. Fortas discussed with Frank 
Clark, Director of Public Works and 
chairman of the State Water Projects 
of California, on plans for the Central 
Valley project. He declared that Mr. 
Clark has informed him that California 
's in accord with the administrator of 
the power program, including Shasta 
and Keswich. It is hoped that the Shasta 
steam plant will go through, although 
it has been turned down by the House 
and Senate committees. 

The Ickes group have not as yet de- 
cided on the strategy to put over the 
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Shasta steam plant in Congress, but it 
is felt that the steam plant will mean 
much financially to the project. Shasta 
power is not firm, which leaves Pacific 
Gas & Electric its only customer. When 
the project is completed in 1943 or 
1944 it will have a capacity of 375,000 
kw. It is proposed to install 150,000 kw. 
at the Antioch steam plant to firm this 
water capacity. The power then could 
be sold to publicly owned systems and 
defense industries in the areas. 


Grand Coulee Units 


In Portland Mr. Fortas conferred 
with the Bonneville officials and he said 
that he was impressed with the caliber 
of the work of the staff. He said that 
three 108,000-kw. units are now being 
installed at Grand Coulee, three more 
such units are on order and that three 
additional units will be requested of 
Congress to complete the west side of 
the power house. At present Grand 
Coulee has an A-1-C priority, which 
means the green light for the project. 

Mr. Fortas said that the private utili- 
ties in the Pacific Northwest look with 
favor on the Columbia Authority bill 
introduced by Congressman Hill. He 
declared that the bill will enable the 
Bonneville Administration to acquire 
all the power systems as systems instead 
of piecemeal dismemberment by PUD 


acquisition. The government would buy 
the entire company system and then 
sell the distribution facilities to the 
local PUDs. 

The local PUDs are fighting the bill 
because they prefer local control in- 
stead of control by Mr. Ickes. However, 
President Roosevelt is backing Mr. 
Ickes and wants a one-man administra- 
tion answerable to Mr. Ickes. 


St. Lawrence Project 
in Omnibus Measure 


Administration strategy has tacked 
the St. Lawrence waterway into the 1942 
omnibus rivers and harbors bill in an 
effort to win votes for the President’s 
pet project. At the same time the 
House rivers and harbors committee, by 
a simple amendment, has stricken from 
the bill the plan to turn over the proj- 
ect’s power facilities to New York. 

The amendment provides that the 
President shall negotiate with the Power 
Authority of New York for “the use of” 
the power facilities in return for pay- 
ment of $93,375,000 over 50 years from 
power revenues. Originally, the bill 
called for transfer of the power facilities 
to the authority. 

Behind this amendment lies a sharply 
growing scrap over whether the state 
or federal government is to hold title 
to the generating plants. As Governor, 
Mr. Roosevelt claimed the energy from 
this project belonged to New York, but 
now, as President, he and the public 
power bloc would prefer to see the 
project become a federal power develop- 
ment reaching beyond state lines. 

Recently Mr. Roosevelt said negotia- 
tions with New York were progressing 
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KINGSLEY DAM—At dedication of this Nebraska project on the North Platte River. 
K. Sewell Wingfield, acting head of PWA‘s power division, read a letter from President 
Roosevelt praising this irrigation and power project 
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without raising the question of title, in 
the interest of defense. He said ulti- 
mate title could be determined later. 

The omnibus bill is still before the 
committee and is expected to remain 
there for several weeks, while additional 
local projects are added to it. Among 
other projects previously put into the 
bill by the committee is the Clark’s Hill 
navigation and power project on the 
Savannah River, ardently sought by the 
Georgia delegation. 


Strike Called Off 


Having failed to force Consolidated 
Edison Co. of New York to discharge 
its employees and hire members of 
Local 3, AFL International Brotherhood 
of Electrical Workers, the union called 
off its strike last Saturday. The strike 
did not affect the work at the Waterside 
generating station of the utility, the 
target, but had tied up many defense 
projects, which brought public criti- 
cism. It had been in effect since July 29. 


Hopson Cedes Assets 


Howard C. Hopson, former dominant 
figure in the Associated Gas & Electric 
system, who is serving a five-year sen- 
tence in the federal penitentiary for 
mulcting the system of nearly $20,000.- 
000, has signed an agreement whereby 
virtually all of his assets and those of 
his immediate family are to be turned 
over to the Associated Gas & Electric 
estate and the federal government. The 
assets were worth nearly $5.000,000. 
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Appliance Makers Likely 
to Shift to Defense Lines 


OPACS and OPM officials believe manufacturers can produce needs 
—New production would fill gap created by curtailment of 
household electrical appliances— Program ready soon 


The drive to spread defense contracts 
into consumer goods factories is being 
pushed on two fronts, with electrical 
appliance manufacturers directly in- 
volved in each case. Efforts are being 
made to mesh this plant conversion with 
production curtailment programs being 
promulgated by OPACS. 

Leading case in point at the moment 
is the washing machine manufacturers. 
At meetings with OPACS and OPM of- 
ficials in Washington, industry repre- 
sentatives have taken the position that 
they want defense business at least up 
to whatever amount of normal produc- 
tion curtailment the government re- 
quires. 


Shift to Defense 


A quick, double-barreled inquiry by 
OPM’s Defense Contract Service and its 
electrical manufacturers’ commodity 
unit indicated that these plants could 
quickly take on a number of defense 
lines, including grenades, land mines, 
recoil mechanisms, tank parts, fuses, 
percussion caps, and perhaps some ma- 
chine work for plane and submarine 
parts. 

Two engineers qualified to speak for 
the industry are to be named to make 
a detailed inventory of plant availability 
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as promptly as possible, to provide the 
Army with necessary data with which 
to make contracts. 

At the same time the office of Under- 
secretary of War Patterson also is en- 
gaging in an intensive campaign to con- 
vert to armament production many 
consumer goods factories facing eithe: 
eventual shutdown or curtailment of 
output. So far a list of more than 500 
plants, many of them now making wash- 
ers, refrigerators, home-heating appli- 
ances and the like, has been compiled 
for the Army-Navy Munitions Board. 

Drastic curtailment of many heavy 
consumer goods lines is just around the 
corner, but even yet there is no clear 
picture of just how it will work out, or 
how extensive the slash will be. OPACS 
has “tentatively” announced a 30 per- 
cent reduction in washer and ironer 
output and a 50 percent curtailment of 
refrigerator production. These policies 
are not actually in effect yet, but they 
stand as samples of what is coming. 

Next formal step is expected to be 
promulgation by OPACS of a detailed 
curtailment program, which will be as- 
signed to OPM’s Priorities Division for 
administration. Major moot point here 
is whether such curtailment will be on 
a unit basis, as with automobiles, or by 
allocating a specific amount of “tight” 
raw materials to an industry and letting 
it work out its own production schedules 
to the limit that allocated supplies and 
substitutes will permit. OPM is under- 
stood to favor this latter procedure, but 
many OPACS officials fear that if this 
is done the push to spread defense work 
might cut into civilian production too 
deeply. Others feel, also, that the al- 
location plan puts a premium on in- 
genuity and would focus attention on 
competitive position to the detriment of 
defense. 



































Studies Station Plans 


Study is being made by Frank R. 
Schneider, municipal supervisor of pub- 
lic utilities of Dallas, of the application 
of Dallas Power & Light Co. for auth- 
ority to construct additions to its Moun- 
tain Creek Lake power plant at a cost 
of $2,250,000. The proposed addition 









would increase capacity 25,000 kw. and 
be ready for service in the summer 0! 


1944. 


NEW UNIT—Construction work at the Bryce E. Morrow plant of Consumers Power Co., 
where a new 50,000-kw. General Electric turbo-generator is being installed. This 
addition to the plant will be in operaiion early this fall 
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Associated Gas System 
to Add to Power Supply 


Operating companies will install 109,500 kw. this year and an 
additional 240,000 kw. by June, 1943— System has budgeted 
$42,692,639 tor construction expenditures during this year 


Plans have been completed and com- 
mitments made by subsidiary operating 
companies of Associated Gas & Elec- 
tric Corp. to increase their electric gen- 
erating capacity about one-third by the 
middle of 1943, according to Denis J. 
Driscoll and Willard L. Thorp, trustees. 

At the end of 1940 the total generat- 
ing capacity of the system was 1,384,583 
kw. This compares with 1,378,435 kw. in 
1939 and with 1,377,920 kw. in 1938. 
It is predicted that by June, 1943, the 
total will be increased to 1,734,083 kw. 


Will Add 109,500 Kw. 


It was stated that by the end of this 
year an additional 109,500 kw. will have 
been added to the system’s generating 
capacity and by June, 1943, providing 
deliveries are made on schedule, an ad- 
ditional 240,000 kw. will have been 
added. In addition, studies and negotia- 
tions have been undertaken to provide 
interconnections with generating opera- 
tions of other systems which will add to 
the availability of power in the service 
areas, 

It is expected that the system com- 
panies will be expending about $30,000.- 
000 this year in new plant construction. 
This compares with $14,808,000 in 1938, 
$17.579,205 in 1939 and $24,119,684 in 
1940. The construction budget for 1941 
is $42,692,639, but there will be a large 
carry-over into 1942 due to delayed de- 
liveries on material and equipment. 

So far this year four new units have 
been put into service on system lines. 
These include 15,000 kw., steam boiler. 
of Virginia Public Service Co. in Feb- 
ruary; 11,000 kw., steam boiler. at 
South Carolina Electric & Gas Co. in 
March; 6,000 kw., steam boiler, Key- 
stone Public Service Co., Oil City, Pa.. 
in May, and a 7,500-kw. unit at Del- 
marva Power Co., Vienna, Md., in 
August. 

Other installations scheduled to be 
completed this year include a 20,000- 
kw. unit in October for Metroplitan 
Edison Co. at West Reading. Pa.; a 
35,000-kw. unit in October for Pennsyl- 
vania Electric Co., Seward, Pa., and a 
15,000-kw. unit in November for 
Rochester Gas & Electric in station 3. 

Additional projects scheduled for 
completion in 1942, for which commit- 
ments have been made, include a 20.- 
000-kw. unit for New York State Elec- 


tric & Gas Co., Greenidge, in January, 
and a 15,000-kw. unit for Virginia Pub- 
lic Service Co. in December. 

Additions scheduled for completion 
in 1943 include: New York State Elec- 
tric & Gas Co., 35,000 kw. at Westover 
in January; 25,000 kw. for Rochester 
Gas & Electric Co. at Station No. 3, in 
January; 35,000 kw. for New Jersey 
Power & Light Co., Gilbert, in January; 
35,000 kw. for Metropolitan Edison Co.., 
Middletown, Pa., in January; 25,000 
kw. for Erie Lighting Co., Erie, Pa.. 
in June; 25,000 kw. for Florida Power 
Corp., Bayboro, in June, and 25,000 kw. 
for Pennsylvania Edison Co., Williams- 
burg, in June. 

For 1941 the company will have 
added 109,500 kw. and in 1942 and 
1943 a total of 240,000 kw. of new ca- 
pacity. 


Three New York Utilities 
Join Power Supply Plan 


Three more utilities have been added 
to the arrangement negotiated recently 
by the Public Service Commission 
whereby New York State industries en- 
gaged in national defense production 


MERCHANDISING VICTORY—Central Maine Power’s new-business 

went over the top in June with electrical appliance sales of $136,169, an all-time high. 

At recent conference (Il. to r.) F. R. Bailey, R. B. Thayer, G. H. Thorpe, R. D. Morrison, 
L. E. Jones, R. S. Chase, R. B. Soule, and commercial manager A. T. Littlefield 
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will be assured of uninterrupted supply 
of electric power. The new utilities join- 
ing in the plan include Buffalo Niagara 
Electric Corp., Niagara, Lockport & On- 
tario Power Co. and Lockport and New- 
fane Power & Water Supply Co. The 
New York Power & Light Corp. and 
Central New York Power Corp. adopted 
the plan last month. 

The main feature of the plan is that 
where a dispute arises between a com- 
pany and an industrial customer over 
the amount the customer is to contrib- 
ute toward the cost of enlarged facili- 
ties necessitated to carry increased 
power load in excess of 150 kw., the 
utility is to proceed with the necessary 
installations without delay and the com- 
mission is to determine what the con- 
tribution should be, its finding to be 
binding upon the utility and the cus- 
tomer. 


Lansing Municipal Plant 
to Install 25,000-Kw. Unit 


Plans for the immediate start of con- 
struction work on a $3,000,000 addition 
to the Lansing (Mich.) municipal power 
system to provide needed electrical en- 
ergy for national defense and increased 
customer demand have been announced 
by Otto Eckert, superintendent of the 
Board of Water and Electric Commis- 
sioners. 

The action provides for doubling the 
size of the new Ottawa Street power 
plant, which now has a capacity of 25,- 
000-kw. A new 25,000-kw. unit, a boiler 
and necessary auxiliary equipment will 
be installed. 
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System Improvements Add 
to Houston Power Supply 


Houston Lighting & Power Co. plans new power station to meet 
growing defense loads — Company cooperating with War Depart- 
ment for system protection— New power contracts signed 


Close cooperation is being extended 
by the Houston Lighting & Power Co. 
to the engineering offices of the War 
Department in developing plans for 
blackout and against sabotage, accord- 
ing to H. O. Clarke, vice-president. The 
company is taking full measures to 
assure adequate service for all possible 
war emergencies through the establish- 
ment of interconnections and adequate 
plant capacity, Mr. Clarke declared. 

This year the Texas utility plans a 
construction budget of $2,967,890, as 
compared with actual expenditures of 
$2,599,757. Many major projects are to 
be undertaken during the year to in- 
crease service to customers. Of major 
importance is the expenditure of $1,103,- 
000 for service to the Dow Chemical Co. 
plant at Velasco, which is to extract 
magnesium from sea water. The chem- 
ical concern contract for power calls 
for 20,000 kw. of energy for the plant. 


Plan New Station 


With the continued growth in defense 
business the utility is planning an ex- 
pansion program which will double its 
capacity. It is estimated that the plans 
will necessitate the expenditure of 
$7,500,000. A new plant is to be built 
20 miles from Houston and a 35,000-kw. 
turbo-generator and boiler will be in- 
stalled. The plant will use gas for fuel 
and will be in operation in the spring 
of 1943, according to President S. R. 
Bertron. 

“Because of increased demands for 
service caused by the rearmament pro- 
gram, the company is preparing to 
spend several million dollars in enlarg- 
ing its plant capacity,” Mr. Bertron said. 

Commitments have already been 
made for necessary equipment for the 
new plant and additional construction 
work will be undertaken. 

The company is building new 66-kv. 
and 132-kv. lines and substations at 
Freeport. Transformer and switching 
stations will be raised from 66 kv. to 
132 kv. 

Last year the company expanded 
transmission and distribution facilities 
and added a new low-pressure boiler in 
the Gable Street station. The turbines 
were overhauled and other improve- 
ments were completed. 

This year the company is replacing 
the high-pressure feeder pumps at the 
Deepwater plant. relocating and con- 


8 (502) 





verting from 33 kv. to 66 kv. the line 
from Magnolia Park to Dunlavy. Sub- 
station improvements are being made 
and additional transformer capacity is 
being added to substations. 

A total of 416 miles of rural line were 
constructed last year and the program 
for 1941 calls for 550 miles of line. Last 
year the company added 2,585 new rural 
customers and expected to add 3,850 
during 1941. 

Appliance sales in 1940 totaled 
$6,928,100, divided $580,235 by the 
company and $6,347,865 by dealers. It 
is estimated that the company will sell 
$475,200 of appliances in 1941 and 
that dealers sales will reach $6,043,360, 
a total of $6,518,560. E.A.R. from sales 
last year were $504,120 and for 1941 
it is estimated at $393,635. The average 
annual residential use was 889 kw.-hr. 
in 1940 and is expected to reach 909 
kw.-hr. this year. 


Blanket A-10 Rating 
Order Given by OPM 


The long-awaited administrative ma- 
chinery for granting essential public 
services, including utilities, a blanket 
A-10 rating for all orders for repair and 
maintenance parts was announced last 
week by OPM’s Priorities Division. The 
order puts into effect for an initial list 
of industries the policy enunciated by 
OPACS a month ago. 

Procedure to be followed by affected 
industrial concerns is exactly as has 
been previously outlined (ELECTRICAL 
Wor tp, August 9, page 59). The A-10 
rating is made available for all neces- 
sary repair and maintenance orders, and 
a special arrangement permits an A-l-a 
rating, the highest available, for emer- 
gency breakdown repairs. 

The A-10 rating is not automatically 
available to individual concerns within 
the eligible classifications. Individual 
applications for its use must be made 
on Form PD-67 to the Maintenance and 
Repairs Section, Priorities Division, 
OPM, 462 Indiana Avenue, Washington, 
D. C. Copies of the application form 
are available at all Priorities field of- 
fices. 

Concerns whose applications are 
granted will receive an authenticated 
copy of the new order (P-22-a) and 
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must agree to its terms in writing. Each 
order will have a serial number, and 
concerns will serve copies of their 
P-22-a order upon suppliers when or- 
dering for repair or maintenance. Sub- 
sequent orders to the same suppliers 
may refer to the serial number. 

Suppliers served with A-10 ratings 
under this plan may extend the rating 
to their suppliers for materials nec- 
essary to fill the order. It is alse 
pointed out that as suppliers accumu- 
late a number of these A-10 repair and 
maintenance orders many of them wil! 
become eligible for the blanket priority 
rating of the Defense Supplies Rating 
Plan. 

The initia] list of public services to 
which this repair and maintenance pri- 
ority is made available includes, among 
others, public utilities, public and pri- 
vate; urban, suburban and interurban 
electric lines and urban and suburban 
motor and electric coach lines. 


Virginia Public Service 
Needs Plant Expansion 


Population growth in the area served 
by Virginia Public Service Co. has made 
imperative a construction program to 
cost a minimum of $4,500,000 for each 
of the next three years, President Wil- 
liam E. Wood has reported to company 
directors. 

Mr. Wood said that the company 
needs new capital, which may be ob- 
tained only by a refinancing plan. The 
company is now conferring with invest- 
ment bankers in an effort to work out 
a program. 


EHFA Increases Terms 


Instead of extending maturities on 
electric and gas appliances, as re- 
ported in ELectricaL Wortp, August 2. 
page 15, the Electric Home and Farm 
Authority has decreased the maximum 
maturities from 24 months to 18 months 
and from 36 months to 30 months. Down 
payments have been increased from 5 
to 10 percent and from 10 to 15 percent. 


Revised Rate Schedule 


Mountain States Power Co. has filed 
with Federal Power Commission a re- 
vised schedule of rates in which both 
changes in wording and the arrange: 
ment of form are in conformity with the 
manner in which FPC publishes sched- 
ules in the National Electric Rate Book. 
FPC hailed the step as a valuable move 
in the direction of rate schedule uni- 
formity. 
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TVA and Alcoa Sign 
Integration Contract 


Operating integration of the Tennes- 
see Valley Authority and Aluminum Co. 
of America power systems in the South- 
east was announced this week as part 
of a TVA-Alcoa contract paving the 
way for government construction of the 
huge Fontana power project and stor- 
age reservoir on the little Tennessee 
River. 

The double-headed deal was hailed 
as a notable example of cooperation 
between government and private indus- 
try. Terms of the contract provide, first, 
that A!coa deed to TVA full title to its 
Fontana Dam site in return for waiver 
by the government of all claims of 
benefits from Fontana storage to Al- 
coa’s downstream hydro projects and, 
second, for integration for 20 years of 
TVA and Alcoa power systems. 

The arrangement provides that TVA 
will direct the flow of water through 
Alcoa’s five hydro-projects—three now 
operating and two building—using the 
company dams to capacity during sum- 
mer months from Fontana storage when 
TVA’s main river flow is at a mini- 
mum, and keeping them at minimum 
operation in periods when Fontana is 
filling. 

In return for integration, Alcoa is to 
receive 11,000 kw. of firm power free 
from TVA during the life of the con- 
tract. Company and TVA engineers es- 
timate the integration will add 30,000 
kw.-years to the combined system out- 
put. TVA plans immediate construc- 
tion of Fontana. A deficiency appropri- 
ation will be sought from Congress 
quickly and is practically certain to be 
voted. 


Tampa Electric Will 
Add Turbine, Boiler 


Tampa Electric Co. is to extend its 
West Jackson street generating station 
at an estimated cost of $1,750,000. 

A new 15,000-kw. turbine has been 
ordered from Westinghouse Electric & 
Manufacturing Co. and it will be rated 
3,000 r.p.m., 835 lb., steam at 800 deg. 
A boiler to accompany the new unit is 
rated at 160,000 lb. per hour and will 
be furnished by Babcock & Wilcox Co. 

The company stated that if the pres- 
ent schedule for the work is maintained 
the new unit will be in operation late 
in the summer of 1942. Although no 
work has been done yet except engi- 
neering and design, Stone & Webster 
Engineering Corp. will have a superin- 
tendent in the field in time to begin 
work October 1, next. 

It was stated that this increase in 
capacity has been made necessary by 
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INSTALLS TURBINE—Wisconsin Electric Power Co. is installing this 35,000-kw. Allis- 





Chalmers 1,200-lb., 900-deg. automatic-extraction, condensing turbine at its Commerce 


Street plant in Milwaukee. 


It will be ready this fall 





general growth in the company’s load, 
which has been accelerated by the de- 
velopment of the shipbuilding industry 
and the location of U.S. Army air 
fields in the territory. 


Exemptions Granted 
on Interconnections 


Federal Power Commission _ has 
granted two exemptions from its juris- 
diction to companies building emer- 
gency interconnections under Section 
202d of the Federal Power Act. In both 
instances the lines tie up industrial com- 
panies with Mississippi Power Co. 

No formal application for exemption 
under 202d is necessary under the prece- 
dent established by FPC’s action in 
these two cases. Where temporary emer- 
gency tie lines are to be built, and the 
concerns involved wish exemptions from 
FPC jurisdiction, they may write a let- 
ter explaining what they wish to do. In 
the two cases which already have 
occurred, Chairman Olds wrote an off- 
cial Jetter to the industrial plants telling 
them the commission understood they 
wished to make the connections, citing 
FPC’s declaration of an emergency in 
the southeast, and concluding: 

“In view of the above declaration, the 
contemplated interconnection between 
your company and Mississippi Power 
Co. for the purpose of supplying the 
latter with surplus capacity during the 
period of the emergency would not in 
and of itself subject your company to 
the jurisdiction of the Federal Power 
Commission.” 

The two industrial concerns involved 
are the Masonite Corp., with a plant at 
Laurel, Miss., and International Paper 
Co.’s Southern Kraft Division. 


1941 


Texas Utility to add 
to Station Capacity 


Panhandle Power & Light Co. is 
working on the installation of a new 
boiler in the Riverview station at Bor- 
ger, Texas. The Combustion Engineer- 
ing Co. bent tube steam generator 
is rated at 150,000 lb. of steam per 
hour and 325 lb. pressure. 

General Manager C. R. Stahl stated 
that in connection with this project 
the company is making the necessary 
changes to another boiler, which is now 
operating at 190 lb. pressure, so it can 
be operated at 300 lb. pressure, and the 
two boilers will supply sufficient steam 
so that the full rated capacity of the 
23,000-kw. turbine installed in 1940 will 
be made available. 

Mr. Stahl said that the project will 
include new boiler feed pumps, feed- 
water heating equipment, feedwater 
piping, steam piping, various auxiliary 
equipment, as well as an extension to 
the power plant building to house the 
new boiler. 

It was pointed out by Mr. Stahl that 
this equipment is being installed to 
provide ample reserve capacity for sys- 
tem load. It is anticipated that this 
equipment will be completed and ready 
for operation early in the spring of 
1942. 


Cite Kansas City Utility 


Federal Power Commission has 
ordered Kansas City Power & Light Co. 
to show cause on or before August 25 
why apparent discrimination in rates 
and charges assessed and collected from 
the city of Gardner, Kan., should not be 
removed. 
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Lift Restrictions 
on Appliance Sales 


Restrictions on the sale of electrical 
appliances in the Southeast during the 
severe drought have been partially 
lifted following the recent heavy rains. 
Modification of curtailment of power 
use for non-essential defense purposes 
has been instituted. 

The Southern companies of Common- 
wealth & Southern Corp. curtailed ap- 
pliance sales, although retail dealers 
had no restrictions. Séuth Carolina 
Power Co. stopped all sales promotion 
during the drought and used its sales- 
men to demonstrate to industrial and 
commercial customers how te save 
power. 

Alabama Power Co. suspended sales 
activity on all appliances, but contin- 
ued its light bulb promotion. 

While Georgia Power Co. did not 
curtail its sales it altered its advertis- 
ing promotion. Gulf Power Co. discon- 
tinued sales and stopped solicitation of 
new orders. Salesmen were allowed to 
clear up pending sales. Mississippi 
Power Co. confined appliance sales to 
replacements. 

During the first five months of this 
year gas and electric appliance sales 
by Commonwealth & Southern subsidi- 
aries, on a system-wide basis, totaled $4.,- 
632,977, as against $3,737,652 in the 
same 1940 period, a gain of 24 percent. 
The system sold 15,165 electric refrig- 
erators, against 12,123 in the 1940 
period. Range sales were 6.368, against 
4,835; water heaters, 2,884, against 
2,150; washing machines, 4,058, against 
2.885; ironers, 1,066, against 664, and 
floor and table lamps, 19.879. against 
17,251. 

Appliance sales of Consumers Power 
Co. during the first five months this 
year totaled $1,406,726, against $1,127.- 
088 in the same 1940 period. Sales of 
Central Illinois Light Co. were $372,465. 
against $370.546; Southern Indiana Gas 
& Electric $136,755, against $118,104: 
Ohio Edison $644,571, against $448,673: 
Pennsylvania Power $204.377, against 
$143.555: Alabama Power $350,122. 
against $257,697; Georgia Power $1.- 
229.389, against $990,203; Gulf Power 
$77,918. against $88,114; Mississippi 
Power $85,126, against $89,276; and 
South Carolina Power $125.528, against 
$104,446. 


Files for Hydro Project 


Federal Power Commission has an- 
nounced that the Jackson Hole Light & 
Power Co., Jackson, Wyo.. has filed an 
application for a major license for the 
construction of a hydro-electric devel- 
opment on Flat Creek in Teton County, 
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Wyo. The project will include a power 
house, having installed capacity of 307 
hp. operating under a static head of 54 
feet, and the necessary electric power 
lines. Power generated will be used, the 
applicant stated, to furnish light and 
power in the towns of Jackson and Wil- 
son and various outlying districts. 


Utility-Railroad Plea 
Denied by State Board 


Illinois “Commerce Commission has 
denied joint application whereby the 
Chicago & Illinois Midland Railroad 
proposed to sell to the Commonwealth 
Edison Co. the railroad’s dock property 
situated on the Illinois River at Havana. 
The purposed purchase price was $267,- 
669, plus cost of improvements made by 
the railroad. 

The Edison company owns the C. & 
I. M. railroad, which hauls coal to the 
dock from the Illinois fields. The coal 
is then hauled by barge to Chicago 
where the Edison company uses it in 
generating power. The companies’ ap- 
plication contended that ownership by 
the Edison company of the dock prop- 
erty would insure the company a con- 
tinuous supply of coal for use in render- 
ing electric service in Chicago. In 
denying the petition the commission 
said the proposal does not promote pub- 
lic convenience and necessity. 


Extends Board’s Control 
Over Municipal Plants 


A bill which would tighten the Public 
Utility Commission’s control over 
municipal authorities set up to oper- 
ate public utilities has passed in the 
Pennsylvania Senate by a vote of 37 to 
1l. Measure provides that where an 
authority buys a utility whose cost is 
more than $250,000 it must secure a 
certificate of public convenience from 
the commission that the project is in 
the public interest and that the finan- 
cial plan is sound. Bonds of the author- 
ity are to be sold at public sale. 


Consumers Get Dividend 


A consumers’ dividend of 20 percent 
for customers of the Jamestown, N. Y.., 
municipal electric system during the 
period from October 1, 1940, to Septem- 
ber 30, 1941, has been approved by the 
Board of Public Utilities. The resolu- 
tion calls for dividend payments of 
slightly more than $210,000. The board 
also approved a resolution granting 
wage and salary increases for all em- 
ployees, averaging approximately 5 
percent. 
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MEETINGS 


International Association of Electrical Inspectors 
—Southwestern section, Hotel DeAnza, San Jose. 
Calif., August 25-27. H. L. Gerber, secretary. 
Room 205, City Hall, San Francisco, Cailf., 
northwestern section, Winthrop Hotel, Tacoma, 
Wash., September 2-5. F. D. Weber, secretary, 
P. ©. Box 70, Portland, Ore., western section, 
Hotel St. Paul, St. Paul, Minn., September 8-10. 
F. H. Moore, secretary, 320 N. Meridian St., 
Indianapolis, Ind.; eastern section, Mayflower 
Hotel, Washington, D. C., September 22-24. 
F. N. M. Squires, secretary, 85 John St., New 
York, N. Y.; southern section, McAllister Hotel, 
Miami, Fla., September 29-October |. Joseph 
—: secretary, P. O. Box 1743, Atlanta, 

a. 


National Association of Railroad and Utilities 
Commissioners—Fal! meeting, St. Paul, Minn., 
August 26-29. Clyde S. Bailey, secretary, New 
Post Office Bldg., Washington, D. C. 


American Institute of Electrical Engineers — 
Pacific Coast convention, Yellowstone Nationa! 
Park, August 27-29; South West district, 
Coronado Hotek St. Louis, Mo., October 8-10. 
H. H. Henline, national secretary, 29? West 
39th St., New York, N. Y. 


Pennsylvania Electric Association—Annual conven- 
tion, Bedford Springs Hotel, Bedford Springs, 
Pa., September 3-5. A. B. Millar, managing 

State Street Bldg., Harrisburg, Pa 


Maryland Utilities Association—Mid-year conven- 
tion, Ocean City, Md. September 5-6. W 
Cook, secretary, Potomac Edison Co., Bldg. 
Frederick, Md. 


American Chemical Society—Symposium on Elec 
trical Insulation, sponsored by the committee 
on chemistry, National Research Council, At- 
lantic City, N. J., September II. R. N. Evans, 
Consolidated Edison Co., 55 Johnson St., 
Brooklyn, N. Y 


Rocky Mountain Electrical 
vention, Stanley Hotel, Estes Park, Colorado 
September |1-!3. George E. Lewis, manager, 
Gas and Electric Blda., Denver, Colo. 


director, 


League—Annual con 


Wisconsin Utilities Association—Accounting sec 
tion, electric, gas and transportation. Law 
sonia Hotel, Green Lake, Wis., September 
12-13: electric section Hotel Schroeder, Mil 
waukee, October 13-14. A. F. Herwig, execu- 
tive secretary, Room 502, Brumder Bldg., !35 
West Wells St., Milwaukee, Wis. 


illuminating Engineering Society — Annual con 
vention, Atlanta-Biltmore Hotel, Atlanta, Ga. 
September 22-25. Frank G. Horton, executive 
secretary, 51 Madison Av., New York, N. Y. 


Association of Iron and Steel Engineers—Annus! 
convention, Cleveland Public Auditorium, Cleve- 
land, Ohio, September 23-26. Brent Wiley. 
managing director, Empire Bidg., Pittsburgh, 
Pa. 


Indiana Electric Association—Annual fall meeting. 
French Lick Springs Hotel, French Lick, Ind 
September 24-26. R. E. Blossom, secretary, 14/4 
Circle Tower, Indianapolis, Ind. 


Electrochemical Society—Fal! meeting, Chicago 
Ill., October 1-4. Colin G. Fink, secretary, 
Columbia University, New York, N. Y. 


Edison Elegtric Institute—Meter and service com 
mittee, New Ocean House, Swampscott, Mass., 
October 2: prime movers committee, St. Louis, 
Mo., October 6-7: electrical equipment com- 
mittee, Hotel Cleveland, Cleveland, Ohio 
October 13-14; transmission and_ distribution 
committee, Netherland-Plaza Hotel, Cincinnati, 
Ohio, October 20-22. Col. H. S$. Bennion, 
managing director, 420 Lexington Av., New 
York, N. Y. ’ 


National Electrical Contractors Association—Fal! 
meeting, Rice Hotel, Houston, Tex., October 
6-8. L. W. Davis, general manager, 420 Lex- 
ington Avenue, New York, N. Y. 


American Society of Mechanical Engineers — 
Fall meeting, Louisville, Ky., October 13-15 
C. E. Davies, national secretary, 29 West 39th 
St., New York, N. Y. 


National Electrical Wholesalers Association — 
Semi-annua!l convention, Hotel Statler, Detroit 
Mich., October 14-17. E. Donald Tolles, manag 
ing director, 165 Broadway, New York, N 


American Welding Society—Annual meeting,. 
conjunction with National Metal Exposition 
Bellevue Stratford Hotel, Philadelphia, Pa. 
October 19-24.. Miss M. Kelly, secretary, ¢ 
West 39th St., New York, N. Y. 


National Electrical Manufacturers Association — 
Annual meeting, Waldorf-Astoria Hotel, New 
York, N. Y., October 27-31. W. J. Donaid 
managing director, 155 East 44th St., New 
York, N. Y. 


rR 


in 


WORLD ¢@ August 16, 194! 





"he" ‘ : ee 
f 4 
" ate tad 
ae aka a 
tags sos 
TPL Harp ri Lal Cele 
er aA AAAS dik v4 dees oe WAS sir ioe a ithe és idee’ Vaan ane 
4 RIMURN SETS “ry as % satiny 
Pa 
, NSLP ARONA ds ; 


Mamaon t 
Sith a Pas 


. + As the twig was bent” 


The early years are always formative years for people or 
companies. Successful methods discovered at the outset 
of a career determine later thoughts and policies. 


So it is with Line Material Company which was far 
from a “silver spoon” infant. It started from scratch. 


It has grown to be a sizable company. But it has done 


ata z . 
sia ue it the hard, slow way. 


ee At the beginning, a few pole line hardware items 

had to be supplemented with intangibles. They were. 

And to them was added .. .a personal knowledge of 

the customer’s needs and wishes...a willingness to 

change design if in the buyer’s interests ... and utter 

ve dependability on each claim made or promise given. 
aT, 


cpaanhige Those intangibles have been and are the pattern of 


L-M thought. For that was the way the twig was bent. 


Line Material has grown to be a nation-wide com- 
pany with its several modern factories and its branch 
offices and warehouses in 51 cities. It has become a 
leader in research for better ways of transmitting and 


distributing electric energy. Yet it still preserves its 
shirtsleeve tradition. 
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MAN-MADE LIGHTNIN 

the ground one can exp¢ 
Service Co. of Indiana, p 
at the 132-kv. substation ir 
of a new type single-po} 


STATION ADDITION—Aerial view showing new boiler room and intake structure extension to the Philo Station 
of Ohio Power Co., American Gas & Electric System. Two additional boilers, each of 450,000-lb.-per-hour capacity, 
will be installed on the foundations in the foreground. Two more boilers will be in space available in the present 


boiler house 
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READY SOON—Georgia Power Co. has speeded work on the installation of a new 60,000-kw. 

General Electric turbo-generator and other equipment in its Plant Atkinson in Atlanta in the 

interest of national defense. The unit will go into operation soon, months ahead of schedule. 
Picture shows workmen installing coal piping from pulverizers to burners 





THREE HUNDRED POUNDS MORE—Boston} 

from turned-in electrical appliances to the 

Common directly opposite the main offices i th 
chassis contributed by 
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DUSTRY 


CTURES 


000-volt transmission line is short-circuited to 
J. R. Fish, engineering department of Public 
arc during a recent test of relay application 
ompany engineers were studying the operation 
eaker which interrupts only one phase of a 
phase line 


@=partment contributes a cache of spare parts 


offices @ 
ted by 


um, delivering the material to a bin on the 
the background is an old electric automobile 
to the cause of defense 


OPERATING MAN HONORED—Merton L. Taylor (fourth from left) holds a 30-year service pin 

received at the hands of F. W. Eaton, operating engineer, for his record with Central Maine Power. 

He joined that utility in 1905, but was with Boston Edison and in the first World War in an 

interim period. L. to r. G. C. Marson, J. H. Barnard, L. J. Krieger, Mr. Taylor, Mr. Eaton, 
E. P. Noyes, J. L. Collins 


7 
INVENTOR—No brain child of a solitary eccentric, but the tool of a busy man for a more 
efficient job is this flowmeter to check minute leakage along miles of oil-filled cables. Inventor 
Jarvis K. Matsumoto, electrical engineer of Consolidated Edison Co. of New York (left), is pointing 
to the features of his meter, which measures the flow of gas or oil down to one-half a cubic 
centimeter per hour, to Superintendent Bill Dessau 








Chemical and met- 
allurgical research 
in cable materials 
predetermines op- 

erating behaviour 
of new designs 
and constructions 


Behind the quality of Anaconda 

stands the painstaking and pre- 

cise analysis of the trained engi- 

neer and research chemist. Search- 
ingly, unceasingly, they gaze into the 
future...the future performance of every 
inch of Anaconda Wire and Cable... but 
their tools are the exact and unimpeachable 
instruments of science. 

Their findings, with numerous other 
tests, both chemical and physical, unite to 
form a strict manufacturing control from 
which Anaconda develops new and better 
products to meet and exceed the ever- 


increasing needs and specifi- AnaCouDA 


cations of the Customer. was tp coripumer 


[Zl ose ssovern IMPROVED 2 
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Keen eyes peer through this metal 
lographic microscope looking for 
flaws and weaknesses in metal 
samples. Only those that pass tht 
man’s expert scrutiny. .. those that 
measure up to Anaconda’s stana- 


ards... are passed. 
* 


The ‘‘cocktails”’ this technician 
mixes are tasty libations for 
Anaconda customers. For, as 4 
result of his mixtures, Al 

wires and cables perform ? 
efficiently, last years longer 














Production of Power 
off Slightly in Week 


Production of electric power for the 
week ended August 9 dipped 0.9 per- 
cent from the week before, but was 
16.5 percent above a year ago, accord- 
ing to report of the Edison Electric In- 
stitute. Output for the week totaled 
3,196,009,000 kw.-hr. 

The dip in power production was in 
line with the trend of last year. Strikes, 
which have tied up a great amount of 
national defense work, are partly re- 
sponsible for the decreased output. 

Only two of the major geographic 
regions showed a larger gain over last 
year than in the preceding week. Rocky 
Mountain remained the same and other 
regions showed small decreases per- 
centage-wise. Most divisions continue to 
show substantial increases over a year 
ago. 


Weekly Output, Millions Kw.-Hr. 


1941 1940 1939 
Aug. 9, 3,196 Aug. 10 2,743 Aug. 12 2,413 
Aug. 2 3,226 Aug. 3 2,762 Aug. 5 2,413 
July 26 3,184 July 27 2,761 July 29 2,342 
July 19 3,162 July 20 2,681 July 22 2,378 
July 12 3,141 July 13 2,651 July 15 2,403 
July 5 2,867" July 6 2,425 July 8 2,145 
June 28 3,121 June 29 2,660 July 1! 2,39 
June 21 3,056 June 22 2,654 June 24 2,362 
June 14 3,066* June 15 2,665 June I7 2,340 
June 7 3,042 June 8 2,599 June 10 2,329 
May 3! 2,924* June {| 2,478 June 3 2,186 


Per Cent Change from Previous Week 


Week Ending 





Aug.9 Aug.2 July 26 
9 


New England +21.9 +22 +22.3 











Mid-Atlantic ...... . +155 +-16.9 +12.8 
Central Industrial +21.0 421.7 +19.2 
West Central .. +19.5 +14.6 +10.5 
Southern States +15.9 +16.4 +162 
Rocky Mountain + 5.4 + 5.4 +10.3 
Pacific Coast 87+ +83 + 98 

Total United States +-16.5 +16.8 +15.3 

* Revised. 

t Percentage should be higher—data under 
revision. 


Billions of Kw-Hr. 
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South Carolina Utility 
Has Site for New Plant 


In commenting on the recommenda- 
tion of the Federal Power Commission 
that a 25,000-kw. steam plant be built 
in Charleston, Ernest L. Godshalk, 
president and general manager of the 
South Carolina Power Co., stated that 
the utility now owns a site for con- 
struction of additional 
plant. 


steam power 


[he company had postponed indefi- 


nitely construction of the auxiliary 
plant following the depression of the 
1930°s, development of the Santee- 
Cooper project and conclusion of a 


contract whereby the company would 
purchase and distribute Santee-Cooper 
power, Mr. Godshalk said. 

“The South Carolina Power Co. has 
c0-op. rated with the Federal Power 
Commission, Office of Production Man- 
agement, and other agencies of the 
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government in all phases of the na- 
tional defense program in which it 
could be helpful.” Mr. Godshalk said. 


New Grand Coulee Unit 


Capacity at Grand Coulee will soon 
be increased 108,000 kw. when the new 
Westinghouse unit is placed on the line. 
The machine is now undergoing tests. 

The first two 60-ton sections of the 
stator for the third generator have beep 
taken to the power house. 


Raises TVA Dam 


TVA has plans under way to increase 
the level of the Wilson Dam reservoir 
by two feet to provide greater flexibility 
in operation of the hydro plant and for 
navigation 
mated at $275,000. 


improvement. Cost is esti- 
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Rejects Village Plant 


At a special referendum election 
voters of Plymouth, Ohio, recently re- 
jected a proposal to build a municipal 
light plant by a vote of 393 to 98. The 
village previously had its own light 
plant, but in recent years has been 
served by the Ohio Power Co. 


Appliance Sales Higher 


Dealer and utility sales in the Duluth 
area during the first quarter this year 
show substantial increases over a year 
ago, according to the Minnesota Power 
& Light Co. Electric range sales totaled 
226, against 125; water heaters, 62, 
against 36; refrigerators, 527 against 
394; LE.S. lamps, 1,173, against 1,028; 
washers, 646, against 528; ironers, 43, 
against 24, and cleaners, 332, against 
216. 
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Watson Resigns as Head 
of Elliott Company 


James E. Watson has resigned as 
president and member of the board of 
directors of the Elliott Company, Jean- 
nette, Pa. His resignation became 
effective July 31. 

Howard M. Hubbard, president of 
the Greenfield (Mass.) Tap & Die Corp.., 
has resigned as of August 31 to become 
president on October 1 of the Elliott 
Co. In the meantime L. M. Forncrook, 
vice-president, will act as operating 


head of the Elliott Co. 


> Warvace O. LEE, vice-president of the 
Indianapolis Power & Light Co., has 
been named chairman of the safety 
council of the Indianapolis Chamber of 
Commerce. This new division was per- 
fected after months of preparation and 
its purpose is to co-ordinate all accident 
prevention efforts in the city. 


> Harry L. Ervicuer, vice-president of 
General Electric Co. in charge of pur- 
chases, has been appointed a member of 
the Defense Industries Advisory Com- 
mittee of the copper and zinc industries. 
a division of the Office of Production 
Management. 


> J. B. Waker has been appointed 
sales manager of the transportation and 
generator division of the Westinghouse 
Electric & Manufacturing Co. and A. C. 
MEIXNER as manager of the generator 
section, succeeding Mr. Walker. Mr. 
Walker has been employed by West- 
inghouse in sales positions since his 
graduation from the University of 
Arkansas in 1925. In 1939 he was ap- 
pointed manager of the generator section 
in the transportation and generator di- 
vision, continuing in that position until 
named sales manager for the entire 
division. A graduate of the University 
of Oklahoma, Mr. Meixner, too, joined 
Westinghouse as a graduate student im- 
mediately after completing his college 
course. In 1934 he was transferred to a 


EWS ABOUT PEOPLE 


distribution transformer sales position 
in the Westinghouse transformer divi- 
sion at Sharon, Pa., returning to the 
East Pittsburgh, Pa., works in 1939, 
where he was assigned to a generator 
sales position. 


S. P. MacFadden New Head 
Northwest Power Group 
Samuel P. MacFadden, who was 


elected president of the Northwest Elec- 
tric Light and Power Association at its 


























recent meeting in Portland (ELECTRICAL 
Wortp, August 9, page 84), has been 
vice-president and a director of the 
Puget Sound Power & Light Co. since 
1930. 

A native of Laredo, Tex., and a 
graduate of Texas A. & M. College, Mr. 
MacFadden spent one year with West- 
inghouse Electric & Manufacturing Co. 
before becoming identified with the 
Stone & Webster Management on the 
Beaumont. Tex., properties. 

Following the World War he rejoined 
Stone & Webster, entering the employ 
of the Eastern Texas Electric Co. He 
served as assistant to district manager, 
Stone & Webster, Inc., with offices in 
Houston, Tex., 1920-23; superintendent 
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light and power Eastern Texas Electric 
Co., Port Arthur, 1923-25; manager and 


later vice-president, Western Public 
Service Co., 1925-30. Mr. MacFadden 
was named assistant to the president of 
the Engineers Public Service Co., with 
headquarters in Boston, in 1930, and 
then his assignment to the Puget Sound 
properties followed. 

While in Nebraska Mr. MacFadden 
served as president of the Nebraska 
section of the old National Electric 
Light Association. He is a member of 
the American Institute of Electrical 
Engineers. 






International Utilities 
Names Carey Chairman 


William F. Carey, commissioner of 
sanitation of New York, who is serving 
as a special adviser in the construction 
division of the Office of Production 
Management, has been elected chairman 
of the International Utilities Corp.. 
which controls electric, water and gas 
properties in Canada and the United 
States. Mr. Carey was named to the 
chairmanship of the board in a move 
designed to effect an executive reorgani- 
zation of the holding company. William 
B. Yeager, a former official of the Re- 
construction Finance Corporation, was 
recently elected president of Interna- 
tional Utilities to succeed P. M. Chand- 
ler (EvectricaL Worip, August 9%. 
page 118). 

Mr. Carey has had a long and varied 
career in the engineering and construc- 
tion field. He has been serving as sami- 
tation commissioner for New York City 
since 1936. 


> Howarp E. Jonnson has been 4p- 
pointed operating manager of the Met- 
ropolitan distributing branch of the 
General Electric Co. in New York, hat 
dling radio, appliance, heating and ait 
conditioning lines. Mr. Johnson suc: 
ceeds P. L. Grirrin, who is leaving the 
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company to take an executive position 
in Chicago, after eighteen years with 
the General Electric and Hotpoint or- 
ganizations. 


> H. Paut NELLIcAN has been elected 
president of the Easy Washing Machine 
Corp., Syracuse, N. Y. He succeeds J. C. 
Nelson, who has been elected chairman 
of the board. 


> Merritt E. SKINNER, vice-president 
of Buffalo, Niagara & Eastern Power 
Corp., has been elected president of the 
Buffalo Sight Conservation Society, an 
organization he was instrumental in 
founding in 1935. 


> GerRaALp V. CRUISE, executive secre- 
tary and acting chief engineer of the 
Power Authority of the State of New 
York since 1939, has been appointed by 
Governor Lehman as a member of the 
authority. Mr. Cruise was born in New 
York City and was graduated from the 
school of engineering of Manhattan Col- 
lege. He was appointed a member of 
the staff of the Power Authority in 
1935. Mr. Cruise is a member of the 
United States-St. Lawrence Advisory 
Committee by appointment of President 
Roosevelt. 


> Frank McLaucun, president Puget 
Sound Power & Light Co., has been 
named a member of a board of six 
trustees appointed by the Pacific Ad- 
vertising Clubs Association to super- 
vise advancement of a business pro- 
gram to promote better understanding 
between business and consumer in the 
nine Western states. 


> Don McGowan, advertising manager 
of the Consumers Power Co., has been 
named by Gov. Murray D. Van Wagoner 
as chairman of the business and in- 
dustrial relations division of an in- 
formation committee which is to serve 
as an advisory agency to the Michigan 
Defense Council. 


> R. E. Krarve, general sales manager 
of the Superior Water, Light & Power 
Co., has accepted a general sales ad- 
visory position with Ebasco Services, 
Inc., according to an announcement by 
Howard J. Underhill, vice-president 
and general manager of the Superior 
company. LAwrReENcE A. NicHots, Jr., 
succeeds Mr. Krafve. 


> L. C. Moore, for ten years rural serv- 
ice supervisor for Portland General 
Electric Co., Portland, Ore., has left 
that company to devote his entire time 
to the S & M Flying Service, of which 
he is part owner. The S & M Flying 
Service has been awarded a government 
contract to teach and train aviation re- 
cruits. B. W. Faper, for the past six 
years rural sales representative at Hills- 
boro, Ore., for the company, succeeds 
Mr. Moore as rural sales supervisor 
with headquarters in Portland. 
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Copperweld Steel Co. 
Enlarges Executive Staff 


Changes in the executive staff of 
Copperweld Steel Co., made necessary 
by the expanding activities of the com- 
pany, were recently announced by S. 
Eugene Bramer, president. 

Tuomas F. Troxetz, heretofore a 
partner of the New York investment 
banking firm of Riter & Co., has been 
made treasurer and has been elected 
to the company’s board of directors. 
Swney D. WitiiaMs, since January 1, 
1940, vice-president in charge of steel 
sales, has been made executive vice- 
president in charge of the company’s 
new steel division at Warren, Ohio. 

C. Water Hotmguist, general su- 
perintendent of the company’s plant in 
Glassport, has been made vice-president 
in charge of plant operation at Glass- 
port. WittiaAm B. Kier, Jr., assistant 
secretary of the company, has been 
made assistant to the executive vice- 
president. 


> KennetH C. JoHNson, industrial en- 
gineer for the Arkansas Power & Light 
Co., Pine Bluff, has been named head of 
the power production and transmission 
division of the Arkansas Defense Coun- 
cil. 


> F. L. Lawton, formerly chief engi- 
neer for the Saguenay Power Co., Ltd.. 
Arvida, Que., has been appointed as- 
sistant chief engineer of the Aluminum 
Co. of Canada, Ltd., Montreal, Que. He 
was with the General Electric Co.. 
Schenectady, N. Y., 1924-26, and with 
the Quebec Development Co. 1926-30. 
He joined the Duke-Price Power Co.. 
Ltd. (later Saguenay Power Co., Ltd.). 
as electrical engineer in 1930 and be- 
came chief engineer in 1938. 


OBITUARY 


> Sipney Brown, engineer and founder 
of the Brown Boveri Co., died on August 
1 at Baden, Switzerland, at the age of 
67, according to a dispatch from Zurich. 


> Owen F. Treat, 49, assistant manager 
of the Boston branch of the Jenkins 
Valve Co., died at his home in Milton, 
Mass., on July 25. 


> Cuarces H. Row.anp, rural electrifi- 
cation engineer for the Jersey Central 
Power & Light Co., Asbury Park, N. J., 
died at his home in Allenhurst on July 1, 
at the age of 68, thus ending a career 
of 51 years in the utility business. Born 
in Marshall, Mo., he started work in the 
municipally owned electric plant in his 
home town at the age of 17. In 1898 he 
went to California, Mo., where he or- 
ganized a group of local business men 
to form a utility company. By 1912 A. E. 


1941 


Fitkin was beginning to organize the 
company which ultimately became Gen- 
eral Engineering & Management Corp. 
and Mr. Rowland was engaged to go to 
Trenton, Mo., as manager of the Trenton 
Gas & Electric Corp. As the Fitkin or- 
ganization expanded he received various 
assignments and in 1925 became presi- 
dent and manager of the Arkansas & 
Missouri Power Co., Blytheville, Ark. 
When Mr. Rowland went there the sys- 
tem covered three towns, but he built 
it up to 109 towns. Three years later he 
went to Topeka, Kan., for General Engi- 
neering, his work being the promotion, 
development and purchase of properties. 
It was in 1929 that Mr. Rowland be- 
came identified with Jersey Central 


Power & Light. 


> James C. Smirn, Appalachian Elec- 
tric Power Co., died on July 18 at a 
Charleston (W. Va.) hospital in his 
sixty-sixth year, following an operation. 
Mr. Smith was a native of Virginia and 
had been a resident of Charleston since 
1914. He went to Charleston as assistant 
to H. G. Scott, manager of the Virginian 
Power Co., which was subsequently ac- 
quired by the Appalachian Electric 
Power Co. 


> Brooks Faxon, 67, retired New 
England manager of the Wagner Elec- 
tric Corp., St. Louis, Mo., with which 
organization he had been connected for 
36 years, died at the York Hospital, 
York Harbor, Me., on July 17, after a 
short illness. He was educated at Har- 
vard and the Massachusetts Institute 
of Technology, and long made his 
headquarters at Boston. Mr. Faxon was 
widely recognized in Eastern electrical 
circles as a constructive influence in 
sales engineering and technical educa- 
tional interests, being an indefatigable 
supporter of sound competition in the 
apparatus manufacturing field. 


> Frank E. Weymoutu, general man- 
ager and chief engineer of the Metro- 
politan Water District of Southern 
California, died, of a heart attack, on 
July 22. He was 67 years old. Mr. Wey- 
mouth had resigned his water district 
position, effective August 1. He had been 
the district’s chief engineer since 1929, 
its general manager since 1931. In these 
capacities he directed the planning, 
financing and building of the Colorado 
River aqueduct. Mr. Weymouth was 
connected with the U. S. Reclamation 
Service for 22 years—from 1902 to 1924. 
He had direct charge of the Colorado 
River survey which led to recommenda- 
tion in favor of the construction of 
Boulder Dam. Resigning from the fed- 
eral service, he became a consulting 
engineer, for two years president of 
Brock & Weymouth in Philadelphia. 
Then, in 1926, he was engaged by the 
J. G. White Engineering Corp. as chief 
engineer for work in Mexico. 
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Westinghouse and G.E. 
Settle RCA Suits 


Because final adjudication would 
come only after long and expensive 
litigation and would seriously interrupt 
the work of executives and other per- 
sonnel and would impede the production 
of vital defense equipment, Westing- 
house Electric & Manufacturing Co. and 
General Electric Co. have offered to 
pay $1,000,000 in cash in full settlement 
of all claims involved in pending suits 
by RCA stockholders. The money will 
be paid to Radio Corp. of America. 

The two companies made the offer 
“with the distinct understanding that 
no liability is admitted.” 

The suit, which was instituted more 
than three years ago, originally charged 
conspiracy on the part of the defendant 
in the waste of approximately $500,000,- 
000 of assets of RCA over a long period. 
During the litigation the court dis- 
missed certain claims aggregating 
$262.000.000 of the original amount. 


Wheelco Instruments Co. 
Announces Expansion 


Wheelco Instruments Co., Chicago, 
Ill., has announced that because of the 
continuous increase in the volume of 
business it is moving to its own build- 
ing at Harrison and Peoria streets. 
Moving to its own building gives the 
company many times the amount of 
space previously occupied and the com- 
pany expects to double its personnel in 
both the factory and offices. This is the 
third major expansion made since the 
company was established in 1935. 


Orders Copper Production 


Phelps Dodge Corp. has ordered pro- 
duction to begin on November 1 at its 
open-pit mine at Morenci, Ariz., because 
of national defense and the demand for 
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copper. It is located in one of the 
world’s best known low-grade copper 
ore areas. 


Manufacturers’ New 
Orders Rose in June 


Demand for both civilian and defense 
goods rose at an accelerated rate in 
June, as indicated by the Department 
of Commerce index of new orders re- 
ceived by manufacturers. 


Index of value of new orders re- 
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ELECTRICAL MACHINERY INDICES of 
Bureau of Foreign and Domestic Commerce 


ceived by electrical machinery manu- 
facturers was 318 in June, against 308 
in May and 168 a year ago. 

Index of the value of manufacturers’ 
shipments was 264 in June against 244 
in May and 153 a year ago. 

For inventories, the index of the 
value was 181.1 in June, against 174.7 
in May and 115.6 a year ago. 

It was a new all-time high in each 
instance, 
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Electric Controller 
Nets $433,487 


Electric Controller & Manufacturing 
Co. reports for six months ended June 
30, subject to audit and year-end adjust- 
ments, net profit of $433,487, after de- 
preciation and all charges, including 
federal income taxes, equal to $6.12 a 
share on 70,855 shares of capital stock. 
This compares with net profit of $276.- 
101 or $3.90 a share in the first six 
months of 1940. 

Among the other electrical manutac- 
turing companies reparting earnings 
are the following: 


Harvey Husse.tt, Inc.—Six months to 
June 30: Net income, $299,230, equal to 
$1.87 each on 160,000 common. shares, 
against revised net of $230,727, or $1.44 a 
share last year. 

Canapa Wire & Casie—Six months to 
June 30: Estimated net profit, $418,375, 
compared with $380,000 for same period 
last year. 

ELectric Storace Batrery—lIncluding 
fully owned subsidiaries, six months to 
June 30: Net profit, $1,661,156, after esti- 
mated foreign and domestic income and 
excess profits taxes of $992,500 computed 
on basis of rates likely to be applied 
against 1941 income. Net profit is equal 
to $1.83 each on 907,810 common shares 
stock and compares with $774,528, or 85 
cents a share, last year. 

Formica INSULATION—Six months to 
June 30: Net profit, $264,843, equal to 
$1.61 each on 164,000 shares of no-par 
capital stock, against $235,326, or $1.43 
a share last year; net sales, $3,917,104, 
against $1,843,446. 

Carrier Corp.—Six months to June 30: 
Net profit, before Federal income and ex- 
cess profits taxes, $566,074 and net income 
after taxes, $290,574, equal to 74 cents 
each on 392,156 common ‘shares. This com- 
pares with net of $331,198 before taxes 
in 1940 period and after taxes, $278,698, 
or 71 cents on 390,808 common shares. 
Unfilled orders on June 30 were $8,930,- 
000, compared with $4,504,000 a vear 
earlier. 


Moves St. Louis Offices 


The Foxboro Company, Foxboro, 
Mass.. has announced that its St. [ ouls. 
Mo.. office has moved to the Continental 
941 
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Building, 3615 Olive St. E. B. Miller, 
for several years a member of the com- 
pany’s Chicago staff, is the new manager 
in St. Louis. Because of special circum- 
stances in connection with the Nation’s 
industrial mobilization, E. R. Huckman. 
formerly manager at St. Louis, has 
been transferred to the New York ter- 
ritory. 


York Orders Booked 
Rise 39 Percent 


In a letter to stockholders dated 
August 1 the York Ice Machinery 
Corp. revealed the following figures 
on business activity for the first three 
quarters of the fiscal year ended June 
30: Orders booked, nine months 1941, 
$17,529,352, an increase of 39.5 per- 
cent over 1940; orders billed, nine 
months 1941, $12,784,963, an increase 
of 20 percent over 1940. 

Net income, before federal and state 
taxes, was reported to exceed that of 
June 30 last year by $603,000. Un- 
billed orders as of June 30 approxi- 
mated $7,700,000, compared to $4.400,- 
000 on the same date last year. 

The percentage of the business of 
the corporation related directly to the 
defense program is constantly increas- 
ing and now represents a very sub- 
stantial percentage of total company 
business. The company is also exe- 
cuting a number of ordnance contracts. 

The plaintiff in the suit to enjoin 
the merger with York Corporation had 
moved for the dismissal of the suit 
and the court had fixed September 5 
for a hearing on the matter, the cor- 
poration reported. 


McGraw Electric Supplies 


Despite growing tightness in supplies 
of certain strategic metals, McGraw 
Electric Co. faces no immediate threat 
of production curtailment on its line 
of electric toasters, waffle irons, auto- 
matic water heaters and similar prod- 
ucts. Substitutes for the metal parts 
on various appliances have been devel- 
oped. The research department is work- 
ing on a replacement material for heat- 
ing elements. 





New York Metal Prices 


Aug. 13, ‘41 Aug. 5, ‘41 

Cents per Cents per 

Pound Pound 

Copper electrolytic ...... 12.00* 12.00* 
lead, A. S. & R. Price.. 5.85 5.85 
Antimony ...... ee Ome 14.00 14.00 
Nickel, Ingot .. 35.00 35.00 
me SHORES bc... 7.64 7.64 
We, Straits .............. S200 52.75 
Aluminum, 99 per cent... 17.00 17.00 


“Delivery Connecticut Valley. 
cS 
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Field Reports on Business 


Electrical manufacturers and electric utilities are feeling the pinch of priorities. 
Credit restrictions and curtailed production will hit electrical appliances. 
Orders continued in large volume, with backlogs swelling. Shipments are 
being speeded. Utilities are ordering a variety of equipment. 


NEW YORK 


Strikes in surrounding areas have tied 
up a great deal of defense work and are 
being reflected in slowing down of produc- 
tion. Electrical workers have returned to 
their jobs after the strike aimed at Con- 
solidated Edison fizzled out. 

OPACS has put a ceiling price of 12 
cents a pound for copper, which places 
more restrictions on buyers and _ sellers, 
with priorities still a problem. Its full ef- 
fect is yet to be seen. 

Trade in this area has boomed, with re- 
tail sales soaring as women rush to cover 
silk purchases and other personal needs in 
anticipation of shortages and higher prices. 
Store sales were up 44 percent for the 
week, Major electrical appliances are stead- 
ily widening their gains over last year. 
Gains of 50 percent have been reported, 
with refrigerators, washers, 
vacuum cleaners in demand. 

RCA has broken ground at Princeton, 
N. J., for its research laboratories. Main 
and most immediate requirement will be to 
increase the usefulness of radio in defense. 

Utilities are buying switchgear, trans- 
formers, circuit breakers, lightning arrest- 
ers, motors, voltage regulators and _ five 
turbo-generators totaling 170,000 kw. have 
been ordered. 

Consumer credit regulation placed under 
authority of the Federal Reserve Board by 
executive order of President Roosevelt af- 
fects refrigerators, washing machines, iron- 
ers and other electrical appliances requir- 
ing large amounts of defense materials. 


ironers and 


NEW ENGLAND 


Industrial equipment activity continues 
at a high level due to the steady flow of 
defense program awards to manufacturers 
in this area and to the mounting DFC 
agreement loans to industries for the acqui- 
sition of additional equipment and machin- 
ery for fulfilling government contracts. 
Utility buying for the moment features 
requirements for substations and some line 
material. Blackstone Valley Gas & Elee- 
tric has purchased nine Allis-Chalmers 
2,300-volt, metal-clad, vertical-lift air-blast 
circuit breakers for use in its Pawtucket 
substation modernization program. United 
Illuminating Co. is carrying forward a 
modernization program in street lighting 
at New Haven, Conn., where a sample 
area will receive about double the _pre- 
vious illumination at approximately 10 per- 
cent increase in operating cost. This com- 
pany will install 634 new street lamps in 
the Whitney Avenue-State Street section 
of New Haven, including 179 G.E. Form 
72 and 226 G.E. Form 79 units of 250 
and 600 ep. rating respectively. 

Andover-Kent Corp.. Middletown, has 
bought 800 80-watt fluorescent units to 
deliver 30 ft.-candles on the working plane. 
Wico Electric Corp.. Springfield, Mass.. 
will instal] capacitors in a new addition 
to its plant. 

Copley Sales Corp., Boston distributor 
of Fostoria equipment, has installed a 31.2- 
kw. infra-red oven for experimental use by 
customers and prospects. DFC agreement 
loans announced during the past week 


include $350.000 for equipment and ma- 
chinery to Cone 


Automatic Machine Co., 


1941 





Windsor, Vt., and $325,000 to Hanson- 
Whitney Machine Co., Hartford, Conn. Con- 
necticut Light & Power is to erect a new 
service station in its Thompsonville district. 

Electric salesmen of the Amesbury, 
Haverhill and Lowell, ( Mass.) subsidiaries 
of New England Power sold 201 ranges in 
the first half of 1941, nearly double the 
record of a year ago. 


CHICAGO 


The pressure of defense demands were 
intensified last week with imminent cur- 
tailment of steel supplies, broader priority 
rulings and mandatory price controls com- 
ing nearer to reality. 

Generally speaking, there has been no 
apparent let-up in activity in the electrical 
industry. Orders for a diversity of equip- 
ment continue at high level, in many in- 
stances beyond the capacity to meet the 
demands. Western Electric Co. reports a 
four-year high in employment at its Haw- 
thorne plant, with 5,085 additions to its 
staff since January 1. Electrical contractors 
are exceptionally active keeping pace with 
new construction of industrial plants and 
residential buildings. American Steel & 
Wire Co., Cook Electric Co., Eicor, Inc., 
Fairbanks, Morse & Co., Kellogg Switch- 
hoard & Supply Co. are all erecting addi- 
tional plant facilities. 

During the first six months of the year 
20 isolated power plants were displaced 
with utility service, adding approximately 
23,000,000 kw.-hr. load to the Common- 
wealth Edison Co. 

Defense contracts valued at $33,731,000 
were placed with 99 firms here last week. 
Orders for electrical equipment included 
wire and cable, $50,358; wiring devices, 
$22,707; panelboards, $29,053; ranges, $32,- 
618: meters, $17,428; telephone apparatus, 
$40,965: electric trucks, $10,506; switch- 
boards, $30,562; relay vibrators, $64,405; 
electric furnaces, $164,250. 


PACIFIC COAST 


The West, which has heretofore dis- 
counted eastern pessimism over a probable 
appliance shortage, is now preparing for 
it with an inevitable slump in _ present 
effort. Otherwise, electrical business is ex- 
cellent in both inside and outside construc- 
tion lines and heavy machinery. 

Recent orders and awards cover a $425,- 
390 General Electric steam turbo-electric 
generator for the city of Glendale’s second 
unit: $919,450 for G.E. 25,000-kva. con- 
densers and $16,060 Royal disconnect 
switches for the Bonneville system; $351,- 
941 copper wire for the two lines “from 
Parker plant in Arizona and southeastern 
California; an aggregate of 300 miles tele- 
phone wire for forest service; stock and 
one carload of copper wire for Astoria 
sector of Bonneville system; equipment for 
a 42-mile, 33,000-volt wood pole line to 
Eugene, Ore., and welding equipment out- 
fits and accessories aggregating $35,000. 

Prospective industrial business includes 
a $500,000 appropriation for air-condition- 
ing equipment for camps and fields in the 
extreme southwest. Low bid for Keswick 
Dam near Redding, in northern California, 
was $2,736,628. 
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Stock Decline Continues; Bonds Steady 


PRICE TRENDS OF 
ELECTRIC UTILITY 
SECURITIES 


Common Stocks 
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Utility stocks lost ground during the past week. 
23.8 the preceding week to 23.4; last year. 29.1. 
were negligible—"Electrical World’ index 105.8, last week. 


Will Issue Stock 
In Wisconsin Deal 


With SEC approval of the plan still 
pending in Washington, Wisconsin Pub- 
lic Service Commission gave its author- 
ization recently to a $12,650,000 issue 
of common stock by the Wisconsin Elec- 
tric Power Co. to acquire the common 
stock of Wisconsin Gas & Electric Co. 
and the Wisconsin-Michigan Power Co. 

The three companies are subsidiaries 
of North American Co., which owns all 
of their common stock, excluding di- 
rectors’ qualifying shares and a small 
portion of common stock of Wisconsin 
Electric Power Co. amounting to 12 
percent of the total outstanding, which 
is held by the public. 

Specifically, the commission author- 
ized Wisconsin Electric Power Co. to 
issue $12.650,000 of common stock to 
purchase $6,000,000 par amount of 
common stock of the Wisconsin Gas & 
Electric Co.. and $6,000,000 par amount 
of common stock of Wisconsin-Michi- 
gan Power Co. from the North American 
Co. 

“Acquisition of the common stock of 
the other two companies by Wisconsin 
Electric Power,” the commission an- 
nouncement stated, “will not materially 
affect the ownership of the ultimate 
beneficial interest in the utilities. The 
North American Co. by virtue of its 
ownership of the stock of 
Wisconsin Electric Power, will still 
essentially the same common 
stock control of the three companies 
that it now has.” 

“Evidence shows that the three com- 
panies are now operated to a large ex- 
tent as a co-ordinated and integrated 
system. It seems apparent that the ac- 
quisition of stock will not change this 
situation in any respect. At 
time it clear that Wisconsin- 
Michigan Power Co. and Wisconsin Gas 


common 


have 


the same 
seems 
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“Electrical World” index dropped from 
Movements in high-grade utility bonds 
105.7 


& Electric will remain as corporate en- 
tities and that their rates for service 
will be in no way affected by the acqui- 
sition. It may be that a merger or con- 
solidation of the companies, or parts 
thereof, may be attempted at a later 
date,” the commission announcement 
stated. 

In the same commission order Wis- 
consin Electric Power was authorized 
to transfer $3,300.000 from its depre- 
ciation reserve, together with $2,200,000 
of earned surplus, to reserve for con- 
tingent losses on its investment in Mil- 
waukee Electric Railway & Traction Co. 


SEC Order Speeds Up 
Integration Plan 


Standard Gas & Electric Co. has 
heen ordered by the Securities and Ex- 
change Commission to dispose of its 
interests in the California Oregon 
Power Co., Oklahoma Gas & Electric 
Co., Louisville Gas & Electric Co., 
Northern States Power Co.. Empresa de 
Servicios Publicos de los Estados Mexi- 
canos, S. A.; Wisconsin Public Service 
Corp.. Market Street Railway Co.., 
Horseshoe Lake Oil & Gas Co., San 
Diego Securities Co., Pacific Gas & Elec- 
tric Co., Little Wolf Power Co., Madaras 
Rotor Power Co.. Tri-State Land Co.. 
and Securities Corporation General. 

The order was in accordance with the 
desire of Standard Gas to dispose of 
all its interests except the common 
stock of the Philadelphia Co.. which 
operates in and around Pittsburgh. 


Court Sanctions Probe 


Employment of two electrical engi- 
neers to determine the value of assets 
of the Portland Electric Power Co. pre- 


liminary to disposition of the case in 
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bankruptcy has been authorized in an 
order signed by Federal Judge Claude 
McColloch. 


Postpone Pennsylvania 
Power & Light Hearing 


Securities and Exchange Commission 
has granted postponement until Septem- 
ber 18 of the meeting at which the 
Pennsylvania Power & Light Co. must 
show cause why an order should not be 
entered immediately prohibiting the 
declaration or payment of further divi- 
dends on the common stock of Pennsy]- 
vania. 

The postponement followed a request 
by the company which stated that it 
would agree to postpone the declaration 
and payment of any dividend on its 
common stock until after the convening 
of the hearing in September and in no 
event earlier than October 10. National 
Power & Light Co. and the Electric 
Bond & Share Co. have concurred in 
this arrangement. 


United Light Hit 
by SEC Ruling 


Complete disintegration of the United 
Light & Power system has been ordered 
by SEC. The commission ruled that 
all interest, direct or indirect, must be 
disposed of by the top and intermediate 
holding companies in companies which 
do not constitute a single integrated 
system. 

It was ordered that the intermediate 
holding companies must meet provisions 
of the act so that any properties left in 
control will form a system in adjacent 
or contiguous states. This would leave 
the Kansas City properties as the main 
hub. There is outlined a system in Wis- 
consin and Michigan, and one including 
the northern Texas properties and ones 
in Kansas, Nebraska, Missouri, Iowa 
and Illinois. San Antonio Public Service 
must be disposed of as well as properties 
in West Virginia and Ohio. 


Utility Reports 
ae Net Income 
1941 1940 


$3,514,156 $3,487,438 


3,756,837 
5,873,049 
11,273,872 
5,057,466 
2'543.834 
3,326,493 
1 126,074 


3,214,546 


*Alabama Power Co 
*American Water Works & 
mec, One GeNe......... 
*Boston Edison 
*Consumers Power.... 
*Georgia Power 
“Jersey Central Pwr. ; 
*Metropolitan Edison...... 
*New Jersey Pwr. & Lt : 
*Niagara Falls Pwr. and 
subs. 
*Ohio Edison 
*Pennsylvania Edison....... 
*Pennsylvania Wir. & Pwr.. 
*Potomac Electric Pwr..... i 
*Virginia Elec. & Pwr...... 4,325,535 
*Wisconsin Pub. Serv 1,814,218 


*Twelve months ended June 30. 


nr 


4,590,952 
5,579,028 
10,635, 79% 
4:297,877 
2'278,51! 
3,902,407 
1,197,540 


2,552,353 
4,143,942 
1,224,485 
| 039,228 
4,129,604 
4,041,950 
1,793,560 
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Detense Plant Corp. 
Signs Lease Agreements 


A lease agreement has been exe- 
cuted by Defense Plant Corp., RFC 
subsidiary, with Westinghouse Electric 
& Manufacturing Co. to provide con- 
structing and equipping of a plant at 
Lester, Pa., at a cost of $22,000,000 
to produce naval equipment. 

Another lease has been executed 
with Eureka Vacuum Cleaner Co. to 
provide for acquisition of machinery 
and equipment for its Detroit plant at 
a cost of $103,017 to manufacture 
aircraft parts. 

Lease agreement has been signed 
with Emerson Electric Manufacturing 
Co. providing $10,529,173 for land, 
buildings and machinery to build gun 
turrets. 


Utah Copper to Build Plant 


Utah Copper Co. will build a 75,000- 
kw. steam-electric generating plant at 
Garfield for its own use, according to 
D. D. Moffat, vice-president and gen- 
eral manager. The plant is to cost 
$5,000,000 and will be located adjacent 
to the company’s concentrating mills at 
Magna and Arthur. 


Sangamo Plans Vacation 


Following its annual custom, Sangamo 
Electric Co. will close its factory from 
August 16 to September 1, inclusive, to 
allow all employees a two-week vaca- 
tion, 


Awards Turbine Contract 


Contracts totaling $635,000 have been 
awarded Allis-Chalmers Manufacturing 
Co. by the Board of Water and Elec- 
tric Light Commissioners of Lansing. 
Mich., for a 25.000-kw. turbo-generator 
and auxiliary equipment for installa- 
tion in the new $3,000,000 addition to 
the Ottawa Street power plant. 


Revere Copper & Brass 


Defense Plant Corp., RFC subsidiary, 
has authorized the execution, at the 
request of the Navy Department, of a 
lease agreement with Revere Copper & 
Brass to provide for the construction 
and equipping of a plant at Baltimore 
at a cost of $3,100,000. This is in addi- 
tion to the previous authorization of 
310.000,000 for the plant at Chicago 
requested by the War Department. 
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Sales Opportunities 


Brunswick, Ga.—Georgia Power Co., At- 
lanta, has plans under way for expansion 
in Brunswick steam-electric generating sta- 
tion, including installation of additional 
equipment for increased capacity. Estimates 
of cost are being made. Proposed to begin 
work soon. Project will include extensions 
in transmission lines in Brunswick district. 


Waverty, lowa—City Council receives 
bids until August 26 for equipment for 
municipal power plant, where expansion 
will be carried out, including one 700 to 
750-kw. Diesel engine-driven generating 
unit, complete with exciter, silencer, air 
filter and auxiliaries. Stanley Engineering 
Co., Muscatine, lowa, is consulting engi- 
neer. 


NiaGaka Faris, N. Y.Bell Aircraft 
Corp., 2050 Elmwood Avenue, Buffalo, N. 
Y., manufacturer of airplanes and parts, 
plans installation of motors and controls. 
transformers and accessories, switchgear, 
duct lines, fluorescent lighting system, elec- 
tric hoists, conveyors and other equipment 
in new additions to plant at Wheatfield, 
near airport of city of Niagara Falls, for 
production of military aircraft for govern- 
ment. Defense Plant Corporation, Washing- 
ton, D. C., a federal agency, will furnish 
fund of about $8,456,000 for project. Work 
is scheduled to begin soon. 


Tucson, Ariz.—Bureau of Reclamation, 
Denver, Colo., receives bids until Septem- 
ber 2 for three-winding, single-phase trans- 
formers; two-winding, three-phase trans- 
formers; 161,000-volt oil circuit breakers; 
34,500- and 15,000-volt oil circuit breakers; 
161,000-volt disconnecting switches; 34,500-, 
15,000- and = 7,500-volt disconnecting 
switches; 161,000-, 59,000-, 34,500- and 
4,160-volt lightning arresters; instrument 
transformers; step-vultage regulator, and 
metering equipment for installation in 
power substations to be located at Tucson, 
Gila, Drop No. 4, and Coolidge, Ariz., 
power substations, Parker Dam power 
project, Arizona-California. All equipment 
will be installed by government (specifica- 
tions 980). 


Los AnGeLtes, Catir-—Los Angeles Bu- 
reau of Power and Light, 207 South Broad- 
way, is arranging construction program and 
budget for fiscal year 1941-42, to include 
a number of power substations for terminal 
and distribution service. A new reinforced- 
concrete receiving station “C” will be con- 
structed in waterfront area to serve Harbor 
steam-electric generating plant at Wilming- 
ton, on which work is under way; this 
station will be connected with power plant 
by an underground cable line, and will be 
equipped with terminal facilities to handle 
a 132-kv. feeder system; a receiving sta- 
tion, “D.” on which work has begun, will 
be of outdoor type, equipped for an initial 
transformer capacity of 120,000 kva., and 
will step down voltage from 132 to 34.5 
kv.; a third receiving station, “F,” will be 
equipped for a transformer rating of 60,000 
kva. Two new distribution power substa- 
tions, No. 25 and No. 28, will be built, 
equipped with transformer capacities of 
20,000 kva. and 30,000 kva., respectively ; 
also, three new distribution substations of 
smaller capacity, ranging from 1,500- to 
5.000 kva., as well as six power substations 
of various capacity for industrial service. 


CHELSEA, OKLA. -Grand River Dam Au- 
thority, Vinita, Okla., plans early construc- 
tion of new transmission line from power 
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substation at Chelsea to connection with 
system of Consumers Cooperative Electric 
Company, Chelsea, for power supply for 
new transmission line to be constructed by 
latter organization to Alluwe (Nowata 
County) for service in oil field district at 
that place, where terminal substation will 
be located. 


Dayton, On1o—-Dayton Power & Light 
Co., Dayton, has approved plans for new 
power substation on Webster Street, near 
Miami River waterfront, and will begin 
work at early date; it will be one-story, 
indoor type. 


New Bricuton, Minn.—Federal Cartridge 
Co., Foshay Tower Building, Minneapolis, 
Minn., plans installation of motors and con- 
trols, transformers and accessories, switch- 
gear, duct lines, fluorescent lighting sys- 
tem, signal and inter-communication sys- 
tems, conveyors and other equipment in 
new plant at New Brighton, near St. Paul, 
for production of ordnance for Government. 
It will be known as Twin Cities Ordnance 
Plant, and will comprise a large group of 
buildings, with four main units, each about 
400 x 1200 ft. It is understood that power 
supply will be furnished by Northern States 
Power Co., Minneapolis and St. Paul, with 
transmission line constructed to plant site, 
where terminal substation will be located. 
Entire project will cost about $30,000,000 
and appropriation in that amount will be 
furnished by Defense Plant Corporation, 
Washington, D. C., a federal agency for 
development. Smith, Hichman & Grylls, 
Marquette Building, Detroit, Mich., are 
architects and engineers; Toltz, King & Day, 
Pioneer Building, St. Paul, are supervising 
architects and engineers. 


Port Lanp, Ore.—United States Engineer 
Office, Pittock Block, Portland, receives 
bids until August 29 for 12 115-kv. oil cir- 
cuit breakers, with accessories and spare 
parts (Circular 55). 


BattimorE, Mp.—Bethlehem Steel Co., 
Bethlehem, Pa., plans installation of motor- 
generator sets, motors and controls, switch- 
gear, transformers and accessories, elec- 
tric cranes, electric hoists, regulators, con- 
vevors and other equipment in proposed 
additions to branch steel mill at Sparrows 
Point, Baltimore, including new 132-inch 
continuous plate mill, open-hearth furnace 
and other units. Development will be for 
production for Government and is estimated 
to cost approximately $23,000.000. It is 
expected that Defense Plant Corporation, 
Washington, D. C., a federal agency, will 
authorize fund for project in amount noted 
at early date. 


ALEXANDRIA, VA.~—Virginia Public Serv- 
ice Co., Alexandria, is considering fund of 
about $4,000,000 for expansion and improve- 
ments in power plants and system during 
1942, including extensions in transmission 
and distributing lines, rural electric lines, 
power substations, switching stations and 
other facilities. Company also estimates 
that similar appropriations will be required 
for like expansion in two succeeding years, 
1943 and 1944, 

PortLanp, ME. 


Cumberland County 


Power & Light Co. is considering expan- 
sion in local steam-electric generating sta- 
tion on Knightville Street, with installation 
of additional equipment for increased ca- 
pacity. Project will include extensions in 
transmission and distributing lines, and 
new power substation on Highland Avenue. 
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Connector 


Connector is used to join copper cable 
conductors on end, parallel to each other, 
or at an angle and may also be used as a 


Versi-link'' Type "ER for cables ranging 
from No. 8 solid to 1,000,000 circ.mil. Burndy 
Engineering Co., Inc., 459 East 133d St., New 
York, N. Y. 


coupler or reducer. Swivel principle of de- 
vice permits cables to be inserted into either 
eye from any of seven different angles and 
clamps cable in that position. 


Wireholder 


Catalog No. 3-\1-44'' wireholder; hole ir 
porcelain for wire is % x | in. Seyler Mfg. 
Co., Pittsburgh, Pa., Sharpsburg Postoffice. 


Screw-in type wireholder features a 
recessed metal base to catch wood splinters, 
etc. Porcelain wireholder insulator _ is 
trapped in metal side walls, putting porce- 
lain in compression; copper tube is spun 
on either end to form a solid assembly. Use 
of mechanical trapping guards against rattle 
and copper tube protects against develop- 
ment of electrical field. 


Wax Tank 


Explosion-proof tank has been developed 
for insulating coils and parts by dipping. 
Automatically controlled heat is supplied 


Explosion-proof wax tank: supplied in wat- 
tage ranges to suit needs as to kind of wax, 
melting point and temperature desired. Vul- 
can Electric Co., Lynn, Mass 
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by Hat units fastened to bottom and lower 
portion of sides. This arrangement is used 
to prevent carbonizing of the wax. Drain- 
out cock is provided at one end of tank. 
Mounted on other end is oil-filled, explo- 
sion-proof container housing thermostat and 
on-and-off switch. 


Switch 


"Splash-proof Micro Switch'’; switching ele- 
ment listed at 1,200 watts up to 600 volts 
a.c. Micro Switch Corp., Freeport, Ill. 


Splash-proof switch can be mounted from 
any one of four sides for use as an inter- 
lock, limit or push-button switch. Makers 
suggest it particularly for applications 
where closely held operating points and 
movement differentials are needed and 
where splashing may occur. Both types of 
roller arm are adjustable through 360 deg. 
Overtravel on the switch is 90 deg. Ter- 
minals take No. 14 solid wire. 


Sun Lamp Bulb 


New sun lamp has ballast control, re- 
lector and elements for producing ultra- 
violet and infra-red, built into a single, 


Ma 


Mazda RS sun lamp: 275 watts: operates on 


110-125-volt, 50-60-cycle circuits. Genera) 
Electric Co., Nela Park, Cleveland, Ohio, 


and Westinghouse Electric & Mfg. Co., 
Bloomfield, N. J. 


self-contained, all-glass hermetically sealed 
unit. It requires no external control de- 


BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place io look first for 
manufacturers’ product data, names and 


addresses. 
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vices and can be operated directly on an 
ordinary lighting circuit. At 30 in. from 
bulb the biologically effective radiation is 
said to be from two to three times as 
powerful as that of noon midsummer sun- 
shine in the latitude of Cleveland. 


Controller 


Multiple-cam time cycle controller is 
designed for timing mechanical operations 
in industrial processes where a number of 


A 
‘ 


Mode! ''A-118'' impulse-sequence cycle con- 
troller; individually adjustable cams: control- 
lers drilled for eight cams and pilot valves 
The Bristol Co., Waterbury, Conn. 


factors must be accurately timed according 
to a fixed program. Time measurement and 
pilot valve operations are handled by sep- 
arate mechanisms as a means to insure 
accurate timing, high speed and torque for 
pilot valve operation and flexibility of opera- 
tion. Location of holes, punched with an 
ordinary ticket punch in the time scale 
printed on a Telechron-driven aluminum 
disk, determines the time of operation of 
the cam mechanism. 


Switch 


Type "'D'' Mu-Switch: d.c., 


2 kw, Mu-Switch 
Corp., Canton, Mass. 


To permit its installation in conduit wir- 
ing systems, this type switch is available 
in cast metal housings, 14 in. x 23 in. x 33 
in. over all. For industrial and machine 
tool applications, housing is of bronze; for 
aircraft use, an aluminum case is used. 
Switch features built-in blow-out magnet 
to quench d.c. arc. Compression plunger 
overtravel mechanism is capable of absorb- 
ing ys-in. overtravel; leaf spring, roller 
and short-travel plunger-actuating mechan- 
isms are also offered. 


Fluorescent Unit 


""Miralume" "'F-104, F-208, F-154,. F-308°' con 
tinuous row fluorescent lighting units, using 
two or three 40-watt, T-12 lamps. Hygrade 
Sylvania Corp., |pswich, Mass. 


[Eprror’s Note—This unit was incorrectly 
described in ELectricaL Wor.ip, August 9. 
Correct description follows.] 

Designed for continuous row industrial 
lighting, a new line of fluorescent lighting 
units may be joined end to end with like 
units or with one another to form a con- 
tinuous wireway inclosure. Units use white 
porcelain enamel reflectors. 
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